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, . .Fpjffii TOK H^HN 

£SubJ*cU CtQAMTjt SPINNER RACKS 
}i ,TO: ^L OENBRAl,'STORE MANAGERS 
OAiE: 9 / 27/93 : ’ 


l UE ARE RUNNING TO REPLACE THESE FIXTURES WITH AN ALTERNATIVE DISPLAY j 

il METHOD BEGINNING NOVEMBER 1, 1W3. I 

I-.' : } ' )’ ! 

NO SPINNERS OR ARY OTHER CIGARETTE OISPLAY FIXTURES ARE TO II REMOVED 
jV'FROM THfe SELLING FLOOR BEFORE NOVEMBER 1, 1903. 

' ' / I . 

•‘reminder .UK 00 NOT OWN ANY OF OUR CIGARETTE DISPLAY FIXTURES. THEY 

ARE WNED ay THE VARIOUS SUPPLIERS WHO PROVIDE THEM TO US. THESE FIXTURES 
.'MUST ALWAYS’ BE RETURNED TO THESE SUPPLIERS AND CAN NOT M DISPOSED OF AT 
• STORE LEVEL*. 
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